APPENDIX C. 17.

Statement of Liabilities on account of Salaries and

Wages of Employees for work done*

during the year 1113.

Rs.     Ch. C.

Executive Staff......     1,317 24   0

Office Staff             ......        627   4   6

Depot Staff            ,.           ..           ..        362 10   8

Audit Charges        ..           ..           ..        160   0   0

T. A, and other Allowances ,.           ..       223 11   8

Pay of Foremen (Works Supervision).       100   0   0

Wages of Fitters, Painters etc.         .,     1,223   7 14

Inspectors               ..           ..           ..     1,185   0   0

Drivers........     3,541   7   0

Conductors             ..           ..           ..     2,862   1 11

Other Establishment            ..           ..       806 24   8

Pay of Menials for 1112|1113            ..         99 16 10

Overtime allowance of the Mechanical

Staff for 1112|1113           ..           ..           759

Overtime allowance of the  Operating

Staff for 1112|1113           ..          ...          864

Total   ..   12,524   7 14

* These are payments due for work actually done in 1113 but
paid during the subsequent year. Hence by adding these
figures together with the corresponding figures in Appendix C. 9
the relevant figures for Appendix C. 11 are obtained.